M-23 — St.  John's  Episcopal  Church. 
Montgomery,  Ala. 


Historic  St.  John's  Episcopal  Church,  founded 
in  1834.  Jefferson  Davis,  President  of  the 
Confederacy,  and  his  family  worshipped 
ing  their  residence  in  Montgomery. 
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